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STERILIZING SYSTEMS

purpose separate straining and filtering outfits may be built
with a capacity for handling any desired amount of oil or
cutting compound. One of these small units, built for use
in filtering kerosene in the factory of the Hess-Bright Mfg.
Co., Philadelphia, Pa., is shown in Figs. 6 and 7, When an
equipment of this kind is employed trucks are used for con-
veying oil to machines in the factory and for returning used
oil to the filter. Fig. 8 shows an excellent truck for hand-
ling work of this kind. It will be seen that it has two com-
partments, each of which has a capacity for 160 gallons.
The truck is taken around through the shop and dirty oil is
pumped out of pump reservoirs on machines into the "dirty-
oil receiving tank." After this reservoir has been cleaned
(if necessary), a fresh supply of oil is pumped in from the
"clean-oil tank" in the truck and the dirty oil is then taken
back to the filter. A truck of this kind does away with
danger of spilling oil on the floor.
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